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MINISTRY OF LAW 

NOTIFICATION 

New Delhi, the 28 th February 1955 

S.R.O. 474.— In exercise of the powers conferred by clause (1) of article 299 
of the Constitution, the President hereby directs that the following amendment 
shall be made is the notification of the Government of India In the Ministry of 
Law, No. S.R.O, 337, dated the 9th February 1955, relating to the authority to 
the Ambassador of India to the United States of America to execute contracts 
and assurances of property in connection with the establishment of a line of 
credit with the Export-Import Bank of Washington, namely;— 

In the said notification, for the words “the Director of the said Export-Import 
Bank of Washington” the words “the Director of the Foreign Operations 
Administration” shall be substituted. 


[No, F. 25(2)/55‘L,l 
H. R. KRISHNAN, Joint Secy* 
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